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RE-OPEN DENIED 


September 08, 2021 
RE: SHN-104736662 


For a free interpretation of this letter, please call 800-743-8525. 


Your request to reopen your appeal has been denied. Here is why: 
Claimant request to reopen is denied, no good cause found. Claimant may request a new hearing 
with CSU by calling 800-743-8525. 


If you disagree with the dismissal decision you can ask for court review within one year of the date 
you got the dismissal letter. To ask for court review, you must file a petition in Superior Court. The law 
about this is found at California Code of Civil Procedure section 1094.5. You will not have to pay court 
filing fees. If you win in court, and had a lawyer represent you, you may be able to get reasonable 
attorney's fees and costs. You may contact your nearest Legal Aid office for assistance. 


If you have any questions about this letter you may call 800-743-8525, or contact the State Hearings 
Division at one of the ways below: 


If you move or change your phone number, tell us right away. If we do not have the right 
information, you may miss a notice or your hearing. Contact us in one of the ways below: 


e Online Appeals Account: https://acms.dss.ca.gov/acms/ 

e Phone: 800-743-8525 

e Email: SHDCentralSupport@DSS.ca.gov 

e Fax number: 833-281-0902 

e Mail to: (Allow at least 5 days for mailing. Keep your originals.) 
State Hearings Division 


PO Box 944243, MS 21-44, Sacramento, CA 94244-2430 


STATE HEARINGS DIVISION 


STATE HEARINGS DIVISION 


CC: 


Sacramento County 


021 - letter.reopenDenied 


Create an account and manage your appeals online 


https://acms.dss.ca.gov/acms/ 


